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SUBJECT: CCC RENOVATION 

HONG KONG FOR RTC 

REF: MANILA 13270 

1. RECOMMEND FOLLOWING METHOD OF PERMANENTLY INSTALLING 
VAULT DOOR. 

A. PRESENT SIX INCH FLANGE SHOULD BE EXPANDED TO 
CLASP 12 INCH WALL BY UTILIZING FULL THREADED ROD. 

B. ALL THREAD ROD SCREWED INTO TAP IN FLANGE. ROD 
SHOULD BE DOUBLE NUTTED TO ACCOMODATE OTHER HALF 
OF FLANGE. ONE NUT ON INSIDE OF FLANGE AND ONE 

NUT ON OUTSIDE OF FLANGE. 

C. GAP RESULTING FROM EXPANDING FLANGE SHOULD BE 
COVERED BY WELDING STEEL PLATE. 

2. ADVISE IF 1/2-13 FULLY THREAD ROD/NUTS NOT AVAILABLE. 
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3. ADVISE ESTIMATE OF PROJECT COMPLETION DATE. INGERSOLL 
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